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3.75 (c) [1) (ii} 

HOUSING FACIUT1ES. GENERAL 

- In the lemur round pen, nails are used to secure the wooden roof, with itie points ol the nails [xotrurting in3*de ttie 
roof. Most qf ftiese areas ere nqt accessible bv lb® enclosEsI animale. Hmwev'er, ttiere are several sfH?ts Mvtiefe at 
lemur If^al cllmtis to the top of the cargo wall could potentially make contact the ei^posed nail points. Tf>ose nails 
within reach ol an animal at the top of the wrire wall must be remowedi or repaired to ensure the animals cannot 
contact sharp pcinls. 

- In the lemur pen in the central row,, there are three eupcsecl screws which appeared To have been used To oonnect a 
short pi$ca ol bracirtg wood. The piaoa ot wood is gone, but the screws ara still ombaddod and axpasad. Thaso 
screws musJ be removed or driven completely into the wooden wall to protect the lemurs from potential injury. 

Cwfactby; 2gAfini20i6 

3.125 (a) REPEAT 

FACILITIES. GENERAL 

- The hotwire which runs along the interior of the kangaroo pen is bnolten, with one end lyirvg on the ground, A broken 
hotwire IS not effective, and needs to be repaired. 

- There are several o^tposed nail heads along the ilnterlor surface of the wooden lance m walk-m portion of lha 
Kangaroo enclosure. These are a potential hazard to the enclosed animals^ and must be removed or adjusted. 

- The wccideri camel sheller has two large, ragged holes in the side. This renders the shelter inellective ai pmlenting 
the animal from weather, and Is a poienllal source of entrapment and injury. The holes in the shelter musi be 
repaired and maintained in good oondition, 
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3.127 (d) 

FACILITIES. OUTDOOR, 

- Behind the lood storage area, Ihe perimeler fence t»as several Fallen trees draped across the top of Ihe Fence. The 
fence itself is still intake but appears lo he "txiwing’ in a cwpla of spcns- This section cl ttie perimeter fenpg is not 
stable and secure. The weight of the (alien traes cchuld cause the Fence to buckJe and break. The trees also provide 
a means for animate and unauthorized petsennel to enter and exit the lacilily. These trees must be removed, and the 
fence repaired as needed. Trees alon^ the perimeter fence need to be mainlairted lo ensure they do not compromise 
the (once in any way. 

Gorreclby; 5May£fl1’6 


Inspection and exit interview conducted by Michael Tygart (VMOj, David Sabala (SAC&}, and facility representative. 
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